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Council  Offices, 

7  Station  Road, 
NEWPORT  Pi  iGN  hJiL  • 

august,  1972 


To:  The  Chairman  and  Councillors  of  the 
Rural  District  of  Newport  Pagnell. 

Mr.  Chairman,  Ladies  and  Gentlemen, 


I  have  the  honour  to  present  the  annual  Report  for  1971« 

Looking  back  at  previous  reports,  written  by  my  predecessors  as  well  as 
myself,  one  finds  a  picture  of  relatively  stable  communities  with  little 
change,  apart  from  a  slow  but  steady  improvement  in  health  and  living 
conditions.  The  prevalence  of  many  infectiousdiseases  has  altered, 
infant  and  maternal  mortality  has  been  reduced,  but  deaths  from  certain 
forms  of  cancer  and  from  heart  disease  are  more  significant.  Living 
conditions  have  improved  in  terms  of  water  supplies  and  the  provision 
of  sewage  disposal.  We  are  on  the  eve  of  dramatic  changes  that  will 
test  our  intelligence  and  powers  of  forethought.  The  broad  outline  of 
plans  for  the  Milton  Keynes  Health  Service  have  been  published  and  we 
are  now  engaged  in  the  detailed  planning.  I  expect  the  existing 
inhabitants  of  the  villages  in  the  area  to  reap  some  benefits  from  these 
improved  services  -  at  least  this  will  be  some  recompense  for  the  disturbance 
they  facet  People  living  outside  the  designated  area  will,  of  course, 
not  be  forgotten,  and  we  hope  soon  to  be  in  the  position  to  plan  for 
improved  facilities  in  Olney. 

At  the  time  of  writing  we  do  not  know  what  the  Government's  intentions 
are  in  respect  of  the  reorganisation  of  the  health  services  in  197^?  but 
by  the  time  this  report  is  published  a  White  Paper  should  have  been 
released.  The  Council  is  already  concerned  in  ensuring  adequate  public 
representation  in  the  forthcoming  new  larger  district  councils,  and  I 
would  like  it  to  consider  this  aspect  on  the  proposed  nrea  Health  Boards. 
"Consumer  Representation"  has  not  been  a  feature  of  the  existing  National 
Health  Service  but  there  should  be  an  opportunity  for  more  adequate 
community  participation  in  197^,  provided  the  case  is  properly  put. 

One  hopes  it  will  be  possible  for  a  more  adequate  monitoring  of  the  health 
of  the  community  in  the  new  service  to  enable  us  to  tacKle  the  many 
outstanding  needs  in  the  health  field. 

I  remain, 

Your  Obedient  Servant, 

PSTLR  Li, VIS. 

Medical  Officer  of  Healtho 
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SECTION 


h 


GENEVA  STATISTICS 


Area  (in  acres)  0.0  eo©  o.. 

Population  eoo  o  o  o  a  0  ©  0  0  o  0 

Number  of  inhabitated  houses 
Rateable  Value  ©©©  ©©©  ©=© 

Sum  represented  by  a  Id  &  ip  Rate' 


o  o  o 

o  ©  o 

o  o  o 

o  o  o 


•  60 

©  o  o 

o  o  o 

o  o  o 


1970 


1971 


6l ,686 

15,860 

5,522 
£•577,6 92 
£2,341 


61,686 

16,020 

5,708 

£613,692 

£6,276.43 


VITAL  STATISTICS 


BIRTHS 


Legitimate  (Males)  ..©  .»© 

"  (Females) 

Illegitimate  (Males)  . . 

"  (Females)  ©.© 

Stillbirths  «©.  « . .  ©.» 

Birth  Rate  P^r  1,000  population 

ti  ti  is  it  it 


DEATHS 


M  leS  eoo  000  000  000  000 

1* emal es  000  000  op©  000  000 

Death  Rate  Per  1,000  population 

it  it  11  n  ii 

Infant  Mortality  Rate  Per  1,000 

It  I!  II  i!  I, 


0  0  0  0  •  0 

0  0  • 

139 

133 

OOO  OOO 

OOO 

97 

111 

7 

7 

OOO  O  O  O 

OOO 

3 

9 

OOO  OOO 

OOO 

5 

2 

(adjusted) 

OOO 

18.3 

19.1 

(England  & 

V/ales) 

16.0 

16o0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

107 

85 

0 

0 

0 

0 

0 

e 

0 

0 

0 

111 

82 

(adjusted)  0o0 

11.4 

8.6 

(England  &  Wales) 

11.7 

11.6 

births 

4„0 

4.0 

M  (England  & 

Wales) 

18.O 

18.0 

-3- 


SECTION 
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PRINCIPAL  CAUSES  OF  DL^TH 


Syphilis  and  its  Sequelae  .  „<>  o„o 
Maligant  Neoplasm,  Buccal  Cavity  Etc„ 
Maligant  Neoplasm,  Stomach  ., » =>  <,00 

Maligant  Neoplasm,  Intestine  »oo 

Maligant  Neoplasm,  Lung,  Bronchus 
Maligant  Neoplasm,  Breast  «, „  =  „oo 
Maligant  Neoplasm,  Uterus  00 =  o»o 
Maligant  Neoplasm,  Prostate  „  °  o  „ » „ 
Leukaemia  ©  ©  o  ©  o  o  ©00  00©  <>00 

Other  Maligant  Neoplasms  »«»  .  ©© 

Diabetes  Mellitus  000  o  ©  o  o  o  ©  o  ©  o 
Other  Endocrine  Etc=  Diseases  000 

Other  Diseasegof  Blood  Etc©  ©©»  000 

Hypertensive  Disease  000  00=  0=0 

Ischaemic  Heart  Disease  ©©.  <,<,0 

Otht.r  Forms  of  Heart  Disease  ©©. 

Cerebrovascular  Disease...  „oo  © © © 
Other  Diseases  of  Circulatory  System 
Influenza  ©00  000  000  000  000 

Pneumonia  ©00  000  000  ©  o  ©  000 

Bronchitis  and  Emphysema  ©»©  .00 

iisthma  000  ©  ©  ©  000  000  000  00a 

Other  Diseases  of  Respiratory  System 
P ep 1 1 c  U leer  000  000  000  000  000 

Other  Diseases  of  Digestive  System 
Nephritis  and  Nephrosis  000  000 

Hyperplasia  of  Prostate  ©..  .0. 

Other  Diseases,  Genito-Urinary  System 
Birth  Injury,  Difficult  Labour,  Etc© 
Synptons  and  Ill  Defined  Conditions 
Motor  Vehicle  accidents  ©«.  ©©© 

jJ.1  Other  Accidents  ©»©  ©©,  0.0 

all  Other  External  Causes  © © ©  © »» 


SECTION  A  CONT'D 


Notifj.cati.oo  of  Infectious  Diseases 


Whooping  Cough 
Measles  „<> 

Scarlet  Fever 
Pneumonia  » . 

Erysipelas  0  „ 

Dysentery 
Salmonella 
Infective  Hepatitis 
Tuberculosis 
Tetanus 


o  ©  o 


o  o  © 


o  o  © 


©  o  o 


©  o  © 


o  o  o 


o  o  © 


o  o  © 


o  o  o 


o  o  o 
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©  o  o  o  o  o 


<3  0  0  0  9  0 
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o  ©  ©  o  o  © 


©  o  o  ©  o  © 


O  O  O  0  9© 


o  o  o  o  o  o 


COO  009 


e  o  o  •  o  o 


o  o  o  © 


ooo  ooo  ooo 
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©9  OOO  900 
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ooo  ooo  ooo 


ooo  ooo  ooo 


1970 


58 

7 


2 

1 

1 
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1971 

1 

49 

1 
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SECTION  B 


PERSONAL  HI1J.TH  SERVICES 


iiMBUImNCE  SERVICE: 

administered  by  Bucks  County  Council.  Main  station  for  North  Bucks  is 
at  Bletchley  with  sub-station  at  Newport  Pagnell. 


HOSPIT,iLS: 

Under  the  Oxford  Regional  Hospital  Board.  Patients  are  generally  treated 
at  Northampton.  Out  patient  facilities  are  available  at  V/olverton  and 
Bletchley.  Orthopaedic  Clinic  Newport  Pagnell,  Maternity  Unit  and 
hospital  for  chronic  sick  in  Newport  Pagnell. 


laboratory: 


General  Hospital,  Northampton. 


DISTRICT  NURSES/ViIDWIVEs/HE/JjTH  VISITORS 

Stationed  througout  the  district  and  work  in  attachment  to  General 
Practitioners. 


OCCUPATIONAL  THERiiPY 


226  Queensway,  Bletchley. 


CHILD  HLaLTH  CLINICS: 

Clinics  are  held  at  regular  intervals  at: 


Newport  Pagnell 
Castlethorpe 
as t wood 
Loughton 


DENT.iL  CLINICS: 


Sherington 

Olney 

North  Crawley 
Shenley  Church  End 


Woburn  Sands 
Milton  Keynes 
Lavendon 
Haversham 


Hanslope 

Little  Brickhill 
Bow  Brickhill 


Treatment  is  offered  to  children  and  expectant  mothers  at  V/olverton  and 
Bletchley.  In  addition  the  dentists  visit  Schools  regularly. 
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SECTION  B  CONT'D 


HE.  iLTH  EDUCATION: 


iirca  Organiser  -  Mr.  To  Watson  at  Area  Health  Office,  Sletchley. 
SCHOOL  HEALTH  SERVICE: 

Administered  from  urea  Health  Office,  This  includes  arrangements  for 
examination  of  pupils  in  accordance  with  the  Education  Act,  19 44, 
ascertainment  of  handicap  and  arranging  appropriate  treatment.  The 
Child  Guidance  Clinic  is  situated  at  Whalley  Drive,  Bletchley,  B.C,G, 
vaccination  against  turberculosis  is  carried  out  in  the  schools  as 
well  as  booster  doaesof  polio,  diptheria  and  tetanus  antigens. 


CONTRACEPTION  ADVICE; 

Weekly  clinics  held  at  Whalley  Drive  and  Katrine  Place  Health  Clinics, 
Bletchley  and  Meacham  Clinic,  Wolverton  by  the  Family  Planning 
association,  (By  appointment  tel,  Bletchley  2285)0 


CYTOLOGY  CLINICS: 

Through  private  doctor  or  tel.  Area  Health  Of fice , (Bletchley  4701 ) 
for  appointment  at  clinics  in  Wolverton,  Bletchley  and  Buckingham, 


MnRRIaGE  GUIDANCE  COUNCIL: 

Interviews  held  at  Whalley  Drive  Health  Clinic,  appointments: 
telephone  Bletchley  4500, 


SOCIidj  SERVICES  DEP.JtTHLNT: 

(Former  Welfare,  Mental  Health,  Home  Help,  Childrens  Department) 
.urea  Offices  -  Mr,  P.  K,  Smith,  tel,  Bletchley  4701. 
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SECTION  C 

Sanitary  cificuMoTiiNCES  of  the  *re 


Water 

a  good  supply  of  water  has  been  maintained  by  the  Bucks  Water  Board  over 
the  whole  of  the  Council’s  area  throughout  the  year„ 

WATER  SAMPLES 

a  total  of  123  samples  cf  water  were  submitted  for  bacteriological 
examination.  The  samples  taken  were  from:- 


Public  Supplies 

-  21 

Private  Supplies 

-  13 

School  Swimming  Pools 

-  38 

Other  Swimming  Pools 

-  14 

Emberton  Park  Lakes 

-  13 

"  M  Paddling  Pools 

-  20 

One  (3%)  unsatisfactory  sample  was  taken  from  Public  Supplies  all  at  the 
Stoke  Goldington  Village  Supply  which  is  hand  chlorinated. 

There  were  ten  (66%)  unsatisfactory  samples  from  four  Private  Supplies  - 
all  shallow  wells.  None  of  the  supplies  is  now  being  used  for  drinking 
water. 

nt  the  School  Swimming  Pools  four  samples  (12%)  were  unsatisfactory  - 
probably  due  to  temporary  failure  of  the  chlorination  plant. 

None  of  the  Private  Swimming  Pool  samples  was  unsatisfactory. 

EMBERTON  P^lRK  -  The  lakes  and  paddling  pools  are  sampled  monthly  during 
the  summer  season.  The  following  is  a  summary  of  the  results: - 

a  Lakes 


Date  sample  taken 

Snip 

A 

e  Pool 

B 

Grebe  Lake 

A  B 

Frogs  Hole 

A  B 

28.4.71 

70 

20 

17 

11 

11 

2 

1.6.71 

900 

900 

20 

20 

95 

95 

30.6.71 

17 

17 

80 

80 

35 

35 

28.7.71 

550 

350 

250 

250 

250 

250 

1.9.71 

1600 

350 

900 

50 

900 

250 

b  Paddling  Po 

ols 

Date  Sample 

Snipe  Pool 

Snip 

e  Pool 

Frogs  Hole 

Frog 

s  Hole 

taken 

(Inlet) 

(Outlet) 

(inlet) 

(Outlet) 

A 

B 

n 

B 

ii 

B 

it 

B 

28.4.71 

70 

11 

25 

8 

0 

0 

4 

0 

1.6.71 

550 

350 

350 

330 

350 

250 

350 

350 

30.6.71 

35 

35 

35 

35 

35 

35 

35 

7 

28.7.71 

1600 

1600 

900 

900 

1600 

900 

80 

50 

1.9.71 

1600 

900 

1600 

350 

1800+  530 

1800+  250 

A  =  Coliform  Bacilli  )  Probable  Number 
B  =  Bact.  Coli  (Type  l)  )  Per  100ml. 
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SECTION  C  CONT'D 


n.  water  cont'd. 

Investigations  following  the  very  unsatisfactory  samples  from  Paddling 
Pool  Inlets  indicated  that  the  inverted  cone  shaped  containers  at  the 
inlet  points  were  very  difficult  to  cleanse  properly..  The  accumulations 
became  breeding  grounds  for  bacteria.  At  the  end  of  the  year  the 
collecting  chambers  at  the  inlet  fountains  were  being  'filled  in. 

The  Olney  source  still  supplies  Weston  Underwood  and  this  has  been  proved 
to  be  bacteriologically  satisfactory  by  regular  sampling  by  the  Public 
Health  Department.  It  is  proposed  to  discontinue  the  Olney  source  during 
'1972. 

The  total  number  of  residential  properties  is  6,045  being  5*877  houses, 

102  houses  and  shops  and  40  licensed  premises,  of  which  5*784  are 
supplied  with  water  from  the  public  mains.  In  addition  the  Village  of 
Tyringham  (26  dwellings)  has  its  own  private  supply  laid  on  to  each 
property. 

Several  outlying  farms  and  cottages  also  have  their  own  private  supply  laid 
on  for  all  drinking  and  domestic  purposes.  Unfortunately  records  are  not 
available  to  show  how  many  of  the  properties  are  supplied  from  the  Boards 
main  by  standpipe,  but  this  is  known  to  be  only  a  relatively  small  number. 
The  population  in  the  Rural  District  is  16020  and  the  estimated  population 
supplied  with  main  water  from  the  Public  Main  is  15*898. 

Total  consumption  for  the  whole  district  for  all  purposes  for  the  year  1971 
from  Grafham  and  Olney  sources  (Tyringham  being  privately  owned  and  not 
measured)  :  Grafham  297,054,000  gallons. 
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SECTION  C  CONT'D 


Chemical  analysis  of  the  source  of  water  is  as  follows: - 


Sandhou  se 

P.S. 

Battles ien 

P.S. 

Woburn  Sands 

(Graf ham 

Supply  ) 

'XS 

r\ 

O 
ci  3 

O  f-t 
-p  0  • 

to  rd  co 

01  c  • 

3!  t=>  3* 

Number  of  samples 

5 

5 

5 

5 

pH  value 

7=85 

7»9 

7=6 

8.0 

Colour  Hazen 

<5 

<5 

<5 

<,  5 

Turbidity 

0.8 

0.5 

0.7 

0.5 

Conductivity  (Micromhos/crtr  ) 

424 

406 

799 

695 

Results  in  milligrams  per  litre 

Ammonia  Nitrogen 

(0.01 

0.01 

0.05 

0.01 

itlbuminiod  Nitrogen 

(0.01 

0.01 

0ol8 

0.05 

Nitrite  Nitrogen 

0.024 

0.025 

0.005 

0.002 

Nitrate  Nitrogen 

(0.1 

<0.1 

1=5 

6.1 

absorbed  from  permanganate 
(4  hours  at  27  C) 

0.03 

0.05 

1.13 

0.24 

Free  CO^ 

4 

4 

7 

5 

Alkalinity  as  CaCO 

180 

160 

145 

140 

Carbonate  Hardness-'* 

180 

160 

145 

140 

Non-Carbonate  Hardness 

45 

45 

85 

105 

Total  Hardness 

225 

205 

230 

245 

Total  Solids  (Dried  at  l80°C) 

265 

245 

500 

400 

Calcium  as  Ca 

72 

68 

74 

87 

Magnesium  as  Mg 

10 

8 

11 

7 

Iron  as  Fe  (Total) 

0.05 

0.05 

0.04 

0.02 

Sulphate  as  SO, 

45 

45 

189 

133 

Chloride  as  Cl 

19 

18 

61 

40 

Fluoride  as  F 

0.27 

0.23 

0.40 

0.27 

Phosphate  as  P0, 

Silica  as  Si02 

- 

- 

0.80 

- 

12 

19 

3 

3 

Residual  Chlorine 

0.1 

0.1 

0.3 

0.3 

Mineral  Constituents  as 

Hypothetical  Combinations 

(mgn/litre) 

Calcium  Carbonate 

180 

160 

145 

140 

Calcium  Sulphate 

NIL 

14 

54 

105 

Calcium  Chloride 

NIL 

NIL 

NIL 

NIL 

Magnesium  Carbonate 

NIL 

NIL 

NIL 

NIL 

Magnesium  Sulphate 

50 

40 

55 

35 

Magnesium  Chloride 

NIL 

NIL 

NIL 

NIL 

Sodium  Carbonate 

NIL 

NIL 

NIL 

NIL 

Sodium  Sulphate 

7 

4 

155 

46 

Sodium  Chloride 

31 

30 

101 

66 

jSodium  Nitrate 

. - - - 

(0.1 

<0.1 

9 

37 
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SECTION  C  CONT'D 


SEWERAGE  ,JMD  SEWAGE  TREATMENT 

Existing  Sewers  and  Sewage  Treatment  Works 

/ill  the  existing  sewers,  sewage  treatment  i^orks  and  pumping  stations  in  the 
various  villages  have  been  effectively  maintained  during  the  year  and  the 
standard  of  effluent  has  been  satisfactory. 

Proposed  Sewers  and  Sewage  Treatment  Works 

The  new  sewerage  scheme  at  Little  Brickhill  and  the  sewers  and  Sewage  Treatment 
Works  at  Clifton  Reynes/Newton  Blossomville  are  both  nearing  completion. 
Detailed  plans  are  now  being  prepared  for  a  new  Pumping  Station  and  Sewage- 
Treatment  Works  at  Olney,  a  new  system  of  outfall  foul  and  surface  water 
sewers  at  Shorington,  coupled  with  a  new  Treatment  Works,  and  major  extensions 
to  both  Lavendon  and  Hanslope  Sewage  Treatment  Works. 

Preliminary,  schemes  are  being  prepared  for  several  other  villages,  including 
lioulsoe. 

Milton  Keynes  Development  Corporation  are  making  considerable  progress  in  the 
provision  of  new  trunk  foul  and  surface  water  sewers  and  both  temporary  and 
permanent  treatment  works  to  serve  the  new  development. 

Ae  the  aforementioned  new  trunk  sewer  network  becomes  available,  existing 
Pumping  Stations  and  Sewage  Treatment  Works  serving  various  villages  will  be 
taken  out  of  commission  and  a  connection  made  to  the  new  sewers.  The  first  of 
these  connections  will  be  made  next  year  at  Woughton.  A  temporary  Treatment 
'Works  and  a  new  system  of  sewers  in  the  village  of  Milton  Keynes  will  be 
constructed  during  1972,  upon  completion  of  which  the  existing  small  village 
Treatment  Works  will  be  abandoned. 

REFUSE  COLLECTION  jiND  DISPOSAL 

The  weekly  collection  service  has  been  maintained  during  the  year  and  two 
collections  of  Bulky  Refuse  have  been  made  from  each  village  during  the  same- 
period. 

The  sack  system  of  collection  has  proved  most  successful  and  during  recent 
months  polythene  sacks  have  been  used  in  place  of  paper. 

The  Council  will  shortly  extend  their  service  to  include  a  small  number  of 
isolated  properties  that  do  not  receive  a  collection  at  present.  At  the  same 
time  they  will  make  a  weekly  collection  from  litter  baskets'  on  approximately 
30  laybys  on  main  roads -within  the  Rural  District. 

Controlled  tipping  has  continued  at  Stoke  Goldington  and  early  in  1972  this 
Tip  will  be  closed  and  a  new  tip  at  Ravenstone  opened.  A  substantial  compound 
for  the  reception  of  refuse  deposited  by  local  residents  will  be  constructed 
immediately  outside  the  new  tip. 

arrangements  have  been  finalised  for  the  Council  to  receive  and  dispose  of 
the  whole  of  refuse  collected  by  Newport  Pagnell  Urban  District  Council  at  the 
new  tip. 

PalL  and  cesspool  emptying 

The  weekly  pail  and  quarterly  cesspool  emptying  has  been  regularly 
maintained. 
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SECTION  E 


CiJRCiiSES  &  OFF.  A  INSPECTED  &  CONDEMNED  IN  WHOLE  OR  IN  PART 


Cattle 

excluding 

Cows 

Cows 

Calves 

Sheep 

and 

Lambs 

Pigs 

- 1 

Horses 

Number  Killed 

- 

- 

- 

8 

43 

- 

Number  inspected 

- 

- 

- 

8 

43 

- 

i lLXj  DISEuoJlS  EXCEPT 
TUBERCULOSIS  ,*ND  CYSTICERCI 

Whole  Carcases  Condemned 

- 

- 

- 

- 

- 

- 

Carcases  of  which  some  part 
or  organ  was  condemned 

- 

- 

- 

- 

- 

-  ) 

Percentage  of  the  number 
inspected  affected  with 
disease  other  than 
Tuberculosis  and  Cysticerci 

mm 

- 

- 

- 

- 

TUBERCULOSIS  ONLY 

Whole  Carcases  condemned 

- 

- 

- 

- 

- 

i  - 

Carcases  of  which  some  part 
or  organ  was  condemned 

- 

- 

- 

- 

- 

|  - 

Percentage  of  the  number 
inspected  affected  with 
Tuberculosis 

- 

- 

.  - 

.. 

- 

- 

CYSTICERCUS 

Carcases  of  which  some  part 
or  organ  was  condemned 

- 

- 

- 

- 

- 

- 

Carcases  submitted  to 
treatment  by  refrigeration 

- 

- 

- 

- 

1 

Generalised  and  totally 
condemned* 

•  .< 

“ 

- 

- 

- 

J 
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SECTION  E  CONT’D 


UNSOUND  FOOD  SURRENDERED  OR  CONDEMNED 

- -  CwtSo  lbso 

1.  Merit  at  Slaughterhouse 

2.  Meat  at  Shop  -  58 

3«  Cooked  meat  and  meat  products  -  29 

4o  Canned  meats  -  14 

5„  Fish  (wet)  -  46 

6.  Frozen  foods  (cabinet  breakdowns)  2  ’89 


Total  4  12 


KNACKERS  YARD 


There  is  one  Knacker's  Yard  of  new  modern  construction  fitted  with 


up-to-date  sterilization 
following  throughput:- 

facilities. 

During 

the  year  the  Yard 

had  the 

Cattle 

-  777 

Sheep 

4511 

Calves 

2423 

Pigs 

-  318 

Horses  - 

63 

Foals 

4 

Donkeys 

4 

Goats 

3 

Deer 

1 

SECTION  F 


Prescribed  particulars  on 
the  administration  of  the  Factories  Act,  1961 

P.J?T  I  OF  THE  jiCT 


1  -  INSPECTIONS  for  the  purposes  of  the  provisions  as  to  health 
(including  inspections  made  by  the  Public  Health  Inspectors) 


1 

Premies 

CD 

Number 

on 

Register 

Number 

of 

(2) 

Inspections 

(3) 

Written 

Notices 

(4) 

Occupiers 

Prosecuted 

(5) 

(i)  Factories  in  which  Sections 
1,2, 3, 4  &  6  are  to  be 
enforced  by  Local  authority 

10 

2 

— 

(ii)  Factories  not  included  in  (i) 
in  which  Section  7  is 
enforced  by  the  Local 
authority 

4i 

13 

- 

- 

(iii)  Other  premises  in  which 

Section  7  is  enforced  by  the 
Local  authority  (excluding 
out-workers'  premises) 

38 

12 

| 

! 

1 

- 

TOTALS : 

89 

i 

27 

f  ... 

1 

- 

2  -  Cases  in  which  DEFECTS  WERE  FOUND 


Particulars 

(1) 

No  of  cases  in  which  defects  were 

fminH 

No.  of  casee 
in  which 
Prosecutions 

were 

instituted 

(6) 

Found 

(2) 

Remedied 

(3) 

Referred 

To  H.M. 
Inspector 

(4) 

By  H.M.' 
Inspector 

(5) 

Want  of  Cleanliness  (S.1„) 

* 

- 

- 

- 

- 

- 

Overcrowding  (S.2.) 

- 

- 

- 

- 

- 

treasonable  Temperature  (S.3«) 

- 

- 

- 

- 

- 

Inadequate  Ventilation  (S.4.) 

- 

- 

- 

- 

- 

TOTj  Jj 

t 

,1-  ■■  —   -  ,  ■  ■  ,  .  ■  ,  ,  

- 

- 

- 

_ 

- 

- 

-14- 


SECTION  F  CONT'D 


2  -  Cases  in  which  DEFECTS  WERE  FOUND  ( Cont ' d) 


Particulars 

Number  of  cases  in  which  defects 
were  found 

No.  of  cases 
in  which 

Found 

Remedied 

" 

Referred 

prosecutions 

(i) 

(2) 

(3) 

To  H.M. 
Inspector 

(4) 

By  H.M. 
Inspector 

(5) 

were 

instituted 

(6) 

Ineffective  drainage 

' 

of  floors  (S.6). 

- 

- 

- 

- 

- 

Sanitary 

Conveniences  (S.7)® 

(a)  Insufficient 

(b)  Unsuitable  or 

' 

defective 

1 

1 

- 

- 

(c)  Not  separate 
for  sexes 

_ 

- 

D 

Other  offences 
against  the  Act 
(not  including 
offences  relating 
to  outwork) 

i 

i 

t 

1 

I 

i 

TOTAL 

i  1 

i 

i  i 

1 

i 

- 

i 

\ 

- 

! 

VIII  OF  THE  aCT 
Outwork 

(Section  133  &  134) 

There  were  four  out-workers  in  the  august  list  required  by  Section  *1 33 ( 1 )  C c ) 
engaged  in  clothing  manufacture. 
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SECTION  G 


HOUSING,  OFFICES  ,J1D  SHOPS,  FOOD  HYGIENE  /,ND  OTHER  .J1CILL,iRY  MATTERS 

A.  HOUSING 

Notices: 

There  were  a  total  of  9  notices  served  under  the  Housing  Acts,  with  no 
statutory  notices  being  necessary. 

Under  the  Public  Health  Acts,  17  Notices  have  been  served  and  20 
nuisances  have  been  abated,  including  notices  outstanding  from  1970. 

HOUSING  INSPECTIONS 

During  the  year  2,605  general  and  miscellaneous  housing  inspections  have 
been  carried  out  and  associated  with  them  has  been  inspections  of  water 
supply  installations,  drainage,  refuse  disposal  and  infestation  of  rats 
and  mice,  and  requisite  action  on  each  has  been  taken.. 

1971  Representations 


REPRESENTATIONS  -  8 

SUBSEQUENT 

ACTION 

Demolition  Orders 
Made 

Closing  Orders 

Made 

Undertaking 
to  Repair 

Council 

to 

Purchase 

Undertaking 
to  Repair 
Revoked 
(Rendered  fit) 

!  7 

1 

NIL 

NIL  i  NIL 

!  : 

1970  Representations 


ACTION  DURING  1971 

Demolition  Orders  Made 

Closing  Orders  Made 

Undertaking  to  Repair 

NIL 

NIL 

NIL 

, — 

1971  action  on  Properties  Subject  to  Demolition  Orders  other  than  above  . 


Demolished 

Demolition  Orders 
Revoked 

Demolition  Orders 
Suspended 

C/0  Replaced 
by  a  Demolition 
Order 

12 

2 

6 

NIL 
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SECTION  G  CONT'D 


,1.  HOUSING  CONT’D 
Improvement  Grants: 

The  number  of  grants  approved  during  the  year  are  as  follows: 


Particulars 

Standard  Grants 

Discrotio 

nary  Grants 

Owner 

Occupied 

Tenanted 

Owner 

Occupied 

Tenanted 

Received 

l4 

12 

49 

30 

Approved 

13 

9 

43 

27 

Refused 

1 

2 

3 

9 

Completed 

15 

13 

36 

11 

Total  Cost  of 
Completed  Grants 

average  Grant 
per  house 


£5,686.00 

£203.00 


£26,123.00 

£556.00 


b.  factories 

All  factories  throughout  the  District  have  been  visited  during  the  year 
and  the  statistical  returns  are  shown  under  Section  F  of  this  report. 

C.  CLEiJN  iJR 

h  total  of  l8  notifications  of  proposed  furnaces  were  dealt  with  in 
accordance  with  Section  3?  Clean  Air  Act  1956.  All  were  approved, 
although  minor  modifications  were  required  to  six  proposals. 

No  applications  for  approval  of  chimney  heights  under  Section  6  of  the 
1968  Act  were  received. 

During  the  year  a  total  of  1 46  visits  were  made  under  the  Clean  Air 
acts. 
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SECTION  G  CONT’D 


d.  offices,  shops  railway  premises  act  1963 

The  number  of  premises  and  employees  in  the  District  concerned  by  this 
Act  are  set  out  below: - 


Class  of  Premises 

No  0  on 

Register 

~wr~ 

Inspected. 

No  0  of 

Persons 

Employed 

No.  of 

Accidents 

Reported. 

Offices 

32 

32 

1,237 

— 

Retail  Shops 
Wholesalers  and 

64 

64 

204 

2 

l 

Warehouses 

Catering  Estab.  open 

4 

4 

23 

— 

to  Public 

19 

19 

86 

- 

Fuel  Depots 

- 

- 

- 

- 

TOTALS 

119 

119 

1,570 

2 

Total  males  employed  -  739°  Total  females  employed  -  831 


Total  number  of  visits  under  the  Act  -  310 
Summary  of  Defects  found 


Defect 

Offices 

Retail  Shops 

Warehouses 

Caterers 

Total 

Premises  not  registered 

1 

5 

— 

6 

Insufficient  san.  accomra. 

1 

- 

- 

1 

"  washing  " 

- 

- 

- 

- 

- 

Defective  san.  accomm. 

- 

3 

- 

- 

3 

No  thermometer 

— 

4 

- 

- 

4 

Insufficient  heating 

- 

- 

- 

- 

- 

Disrepair  &  Defects 

2 

- 

- 

- 

2 

Deficient  First  Aid 
Equipment 

9 

- 

7 

16 

TOTALS 

3 

22 

7 

_ 

1 

JU 

All  the  defects  listed  above  were  remedied  during  the  year* 


COnt  do  OOOOOOOO 
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SECTION  G  CONT'D 


D.  OFFICES,  SHOPS  ^ND  RAILWAY  PREMISES  ACT  1963  CONT'D 

Narrative  Report  For  Year  Ending  31st  December,  1971 

During  the  annual  general  inspection  special  attention  has  continued  to  be 
given  to  safety  in  premises  ccm-ing  within  the  scope  of  the  Acte  More  time 
has  been  spent  during  inspections  to  this  factor  primarily  on  account  of  the 
number  and  variety  of  the  types  of  machine  now  being  used  and  the  need  to 
ensure  that  operatives  are  fully  trained  in  the  use  of  the  machine  and  fully 
understand  the  need  to  exercise  care  so  as  to  avoid  accidents,. 

It  is  obvious  that  machinery  is  installed  so  as  to  increase  productivity 
as  well  as  reduction  in  the  labour  force  within  the  establishment,  but  it 
is  evident  also  that  management  does  tend  to  over  estimate  the  increase  in 
productivity  with  consequent  pressure  on  the  operator  to  attain  the  estimated 
savings  in  time.  Unless  carefully  controlled,  this  factor  can  lead  to 
lack  of  care  giving  rise  to  accidents.. 

In  order  to  ensure  that  accidents  are  reduced  to  a  minimum  the  Inspector 
has  to  ensure  himself  that  the  operator  is  fully  conversant  with  the 
machine  he  is  using  and  understands  the  need  to  guard  himself  against 
accidents o  At  each  inspection  this  factor  is  very  carefully  checked 
against  tin.  manufacturer's  printed  instructions o 

In  the  year  under  review  a  new  large  grocery  warehouse  came  into  use  and 
this  allowed  a  practical  exercise  in  the  handling  and  stacking  of  large 
packages o  Three  points  of  special  interest  emerged,  viz:- 

(1)  the  need  to  provide  additional  shelving  so  as  to  reduce  the  total 
height  of  individual  stacks; 

(2)  The  need  to  examine  packages  before  lifting  so  as  to  ensure  no  broken 
cartons  are  lifted  and  their  contents  (cans,  bottles  and  jars) 
spilled  out  when  being  raised  on  the  fork  trucks; 

(3)  warehousemen  do  not  use  the  lifting  gear  as  personal  lifts  avoiding 
the  need  to  use  ladders  to  loading  platforms. 

The  leaflet  "The  Safe  Use  of  Food  Slicing  Machines"  was  very  well  received 
and  highly  commended  by  both  management  and  employees .  It  is  interesting 
to  note  that  more  care  is  being  exercised  in  this  connection  due  to 
multiple  firms  placing  the  responsibility  for  safety  fully  on  the  shoulders 
of  branch  managers  and  private  employers  themselves  operating  and  cleaning 
machines  -  perhaps  to  avoid  damage  to  the  machine  more  than  safety  of  the 
employee. 

One  practice  in  shops  which  needs  to  be  carefully  watched  is  the 
obstruction  of  gangways  by  special  displays  -  one  reported  accident 
arose  out  of  this.  A  second  accident  to  an  employee  in  a  supermarket 
was  caused  by  a  child  pushing  a  small  trolley  basket  between  the  legs 
of  an  assistant  causing  her  to  stumble  and  sustaining  a  large  gash  along 
her  shin  bone. 
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SECTION  G  CONT’D 


FOOD  HYGIENE  ( GENERAL)  REGULATIONS  I960 


CiiTERGORY 

No .  of 

premises 

rd 

0 

-p 

0 

CD 

P 

CQ 

£ 

•H 

to 

CD 

P  CQ 

0  -H 

S 

0  O 

O  £ 

S  Pi 

r 

Total  No. 

of  visits 

No.  of  premises 

fitted  to  conply 

with  Reg.  16 

No.  of  premises  to 

which  Reg.  1 } 

applies 

No.  of  premises 

fitted  to  .comply 

with  Reg.  19- 

i - - -  — - - - — 

3akers 

4 

4 

8 

4  ; 

4 

4 

Butchers 

9 

9 

100 

9 

9 

9 

Canteens  (School) 

17 

17 

48 

17  I 

17 

17 

Canteens  (Other) 

17 

17 

85 

17 

17 

17 

Fishmongers 

2 

3 

25 

2 

2 

2 

Fried  Fish  Shops 

2 

2 

3 

2 

2 

2 

Grocers 

46 

46 

230 

46 

!  46 

46 

Greengrocers 

6 

6 

11 

6 

6 

6 

Restaurants  &  Cafes 

21 

21 

72 

21 

21 

21 

Wholesalers 

1 

1 

6 

1 

1 

1 

Other  Food  Premises 

14 

14 

36 

14 

14 

14 

Licensed  Clubs 

4 

4 

5 

4 

4 

4 

Licensed  Premises 

43 

43 

46 

43 

43 

43 

Sweets  &  Confectionery 

16 

16 

16 

16 

16 

16 

Chemists 

2 

2 

2 

2 

2 

2 

TOTAL 

204 

j  204 

693 

204 

204 

204 

The  number  of  visits  to  food  premises  was  less  than  in  previous  years.. 
This  was  due  to  pressure  of  other  worko 

The  catering  facilities  offered  at  the  47  Licensed  Houses  and  Clubs  may 
be  analysed  as  follows :- 


Separate  dining  rooms  and  full  meals  -  11 
Grills  at  bars  and  counters  -  8 
Snacks  and  Sandwiches  -  25 
No  catering  -  3 


The  facilities  provided  for  the  preparation  of  food  were  found  adequate 
for  the  type  of  catering. 

The  premises  registered  under  Section  l6  of  the  Food  and  Drugs  Act, 1955 
are:  - 


Preparation  of  Food  -  8 
Sale  of  Ice  Cream  -  57 

TOTAL:  65 
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SECTION  G  CONT'D 


BRUCELLOSIS 


No  samples  were  taken  under  this  heading  during  the  year. 


LICENCES  i'iND  REGISTRATIONS 


The  following  Licences  and  Registrations  (not  referred  to  elsewhere)  are 
also  controlled  by  the  Public  Health  Department :- 


No. 

Visits 

Animal  Boarding  Establishments 

3 

13 

Slaughterhouses 

1 

17 

Slaughtermen 

11 

1 

Caravan  sites 

9 

204 

Petroleum 

62 

122 

Game  Dealers 

2 

2 

Milk  Retailers 

30 

12 

Scrap  Metal  Dealers 

9 

16 

Pet  Shops 

2 

12 

Petroleum  tanks  which  had  been  installed  for  20  years  were  tested 
accordingly. 


PREVENTION  OF  DaMaGE  BY  PESTS  ACT,  1949 

a  full  time  Rodent  Officer  is  employed.  Domestic  premises  are  treated 
free  of  charge  and  contracts  for  inspection  and  treatment  are 
arranged  with  the  occupiers  of  farms  and  business  premises  if  desired. 

Premises  Surveyed 


Domestic 

-  396 

Local  Authority 

-  74 

Farms 

-  247 

Business 

-  216 

Total: 

933 

Treatments  Rats  Mice 


Domestic 

131 

50 

Local  Authority 

18 

2 

Farms 

111 

21 

Business 

73 

53 

Total: 

353 

126 

As  a  public  service  a  large  number  of  wasps  nests  were  destroyed  if  they 
were  accessible  without  having  to  resort  to  ladder  work. 


PETER  LiiVIS 


